MELODY MAKER, December 5 1981 — Page 7 


Thin Lizzy-\ 
Renegade ¥ 


THIN LIZZY UK TOUR 1981 


DECEMBER 


3 Edinburgh Playhouse 
4 Dundee Caird Hall 
5 Aberdeen Capitol Theatre 
6 Glasgow Apollo Theatre 
8 Coventry Apollo Theatre 
9 Sheffield City Hall 
10 Newcastle City Hall 
12 Preston Guild Hall 
14 Leicester De Montfort Hall 
15 Portsmouth Guildhall 
16 Ipswich Gaumont 
17 Derby.Assembly Rooms 
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